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Name 

PID 

Status 

User name 

CPU 

Memory (pr... 

Description 


□ ■RdrCEF.exe 

10564 

Running 

ASUSUSER 

00 

9,932 K 

Adobe RdrCEF 


□ ■RdrCEF.exe 

14056 

Running 

ASUSUSER 

00 

9,964 K 

Adobe RdrCEF 


5- RdrCEF.exe 

5976 

Running 

ASUSUSER 

00 

10,084 K 

Adobe RdrCEF 


□ ■RdrCEF.exe 

9796 

Running 

ASUSUSER 

00 

10,260 K 

Adobe RdrCEF 


□ ■RdrCEF.exe 

11212 

Running 

ASUSUSER 

00 

10,312 K 

Adobe RdrCEF 


C chrome.exe 

7956 

Running 

ASUSUSER 

00 

10,432 K 

Google Chrome 


□ ■RdrCEF.exe 

12044 

Running 

ASUSUSER 

00 

10,696 K 

Adobe RdrCEF 


5- RdrCEF.exe 

11148 

Running 

ASUSUSER 

nn 

in m n i/- 

a rjjrrr 






□ ■RdrCEF.exe 

13580 

Running 

ASUSUSER 

U n a b 1 e to term i n ate process. 



□ ■RdrCEF.exe 

9880 

Running 

ASUSUSER 





□ ■RdrCEF.exe 

6380 

Running 

ASUSUSER 

n The operation could not be completed. 


[■EApplicationFrameHost.exe 

9156 

Running 

ASUSUSER 

Access is denied. 



st 

Sea rch 1 n d exer, exe 

7024 

Running 

SYSTEM 



;arch Indexer 

■■ mspaint.exe 

12176 

Running 

ASUSUSER 





mcshield.exe 

4528 

Running 

SYSTEM 

1 0K 1 

:e 

mspaint.exe 

14584 

Running 

ASUSUSER 


5 audiodg.exe 

7516 

Running 

LOCAL SERVICE 00 

23,696 K 

Windows Audio Device Graph Isolation 

C* chrome.exe 

6232 

Running 

ASUSUSER 

00 

26,120 K 

Google Chrome 


[^MicrosoftEdgeCP.exe 

13656 

Running 

ASUSUSER 

00 

27,048 K 

Microsoft Edge Content Process 

H MicrosoftEdgeCP.exe 

5604 

Running 

ASUSUSER 

00 

27,51 2 K 

Microsoft Edge Content Process 

M i cro softEd g eCP . exe 

15344 

Running 

ASUSUSER 

00 

28,480 K 

Microsoft Edge Content Process 

explorer.exe 

4012 

Running 

ASUSUSER 

01 

30,188 K 

Windows Explorer 


[^ M i c ro softEd g e. exe 

6316 

Running 

ASUSUSER 

00 

31,028 K 

Microsoft Edge 


[HlDiagnosticsHub.StandardCollector.Service.e.,. 

5112 

Running 

SYSTEM 

00 

35,152 K 

Microsoft fR) Diagnostics Hub Standard Collector 

[F3MsMpEng.exe 

3524 

Running 

SYSTEM 

01 

46,348 K 

Anti malware Service Executable 

MicrosoftEdgeCP.exe 

2924 

Running 

ASUSUSER 

01 

51,392 K 

Microsoft Edge Content Process 

MicrosoftEdgeCP.exe 

10196 

Running 

ASUSUSER 

00 

57,376 K 

Microsoft Edge Content Process 

I ljdwm.exe 

1092 

Running 

□WM-1 

02 

63,296 K 

Desktop Window Manager 

fnisvchost.exe 

3360 

Running 

SYSTEM 

00 

63,31 6 K 

Host Process for Windows Services 

H MicrosoftEdgeCP.exe 

16156 

Running 

ASUSUSER 

00 

77,768 K 

Microsoft Edge Content Process 


Fewer details 
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